Department of Health & Human Services 
Centers for Medicare & Medicaid Services 
61 Forsyth Street, SW, Suite 4T20 
Atlanta, Georgia 30303-8909 



SENT VIA INTERNET EM AI T, TO Cathy.McCleUan@msmc.com 
(Receipt of this notice is presumed to be June 28, 2019 - date notice e-mailed) 


June 28, 2019 


Administrator 

Mount Sinai Medical Center 

4300 Alton Road 

Miami Beach, Florida 33140 

Re: CMS Certification Number (CCN) 10-0034 

Dear Administrator: 

On June 26,2019, the Florida Agency for Healthcare Administration (AHCA) completed a follow¬ 
up survey at your hospital and determined that the immediate jeopardy to patient health and safety 
was removed, and the hospital was in full compliance with the Medicare Conditions of 
Participation. As a result, the termination scheduled for July 3, 2019 is withdrawn. 

We appreciate your cooperation during the survey process. If you have any questions, please 
contact Jackie Whitlock at (404) 562-7437 orjacqueline.whitlock@cms.hhs.gov. 

Sincerely, 

Digitally signed by 

Jacqueline J. Jacqueline J. Whitlock - 

Whitlock -S Date: 2019.06.28 
17:50:29-04'00' 

Linda D. Smith 

Associate Regional Administrator 
Division of Survey & Certification 


cc: AHCA 



